To:  Ackerman,  Joyce[Ackerman.Joyce@epa.gov];  Janovec,  Marilyn[Janovec. Marilyn@epa.gov] 

From:  Houston,  Maria 

Sent:  Fri  8/14/2015  6:09:30  PM 

Subject:  FW:  EAS  Document  Notification:  For  your  review-TDD:  START  IV  REMOVAL  AND 

RESPONSE  (EP-S8-1 3-01/0001  )/1 508-04 

I can't  access  the  TDD.  Marilyn  still  has  it  open. 

Cheers, 

Maria 

K.  Maria  Houston 

Contracting  Officer,  Acquisition  Mgmt  Unit 
USEPA,  Region  8,  Denver,  CO  80202 
PH:  303-312-7022 

— Original  Message — 

From:  EAS.System@epamail.epa.gov  [mailto:EAS.System@epamail.epa.gov] 

Sent:  Friday,  August  14,  2015  11:24  AM 
To:  Houston,  Maria 

Subject:  EAS  Document  Notification:  For  your  review-TDD:  START  IV  REMOVAL  AND  RESPONSE  (EP- 
S8-1 3-01/0001  )/1 508-04 

TDD:  START  IV  REMOVAL  AND  RESPONSE  (EP-S8-1 3-01  /0001  )/1 508-04  is  ready  for  your  review  in 
EAS. 

You  may  access  the  document  at  https://eas.epa.gov/  Project  Title:  START  IV  REMOVAL  AND 

RESPONSE 

Modification:  A3 

Description:  Continue  to  support  the  emergency  response  at  the  Gold  King  Mine  incident,  providing 
additional  personnel  as  directed  in  the  Operations  calls,  e-mails  from  the  Project  Officer,  and  data 
requests  from  OSC  Martin  McComb.  Provide  for  rush  turnaround  laboratory  analysis  as  directed  by  the 
field  OSCs.  This  amendment  was  prepared  by  Project  Officer  Joyce  Ackerman. 


Vendor:  WESTON  SOLUTIONS,  INC 
TDD  Owner:  Joyce  Ackerman 
Project  Officer:  Joyce  Ackerman 
Requisitioner:  Reconstruct  User 

Contracting  Officer  Representative:  Joyce  Ackerman  Contract  Specialist:  Maria  Houston  Contracting 
Officer:  Maria  Houston  Other  Agency  Officer:  Maria  Houston 
Site:  R8  PROGRAM  OFFICES 
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